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GENERAL @@ ELECTRIC 


COMPANY 
TYPE 
A-H6 LAMP 


To be used in approved 
type water jacket. 


DANGER 


High Voltage and 
High Internal Lamp Pressure 


This lamp requires high voltage. 
operates at high internal pressure and 
must he used only with a satisfactorily 
designed water jacket such as General 
Electric Company types LIOA or III 
or Catalog Number AI154G11. or 
equivalent. 


The electrical circuit must be de- 
signed to prevent operation unless the 
required flow of water has been started 
and is being maintained. 


CAUTION 


This lamp must be burned hori- 
zontally. Before it is burned, there 
must be approximately equal amounts 
of mercury in cach end, with none in 
the center of the capillary. The 
electrodes should project beyond the 
mercury pools. A suggested method 
for distributing the mercury is — 


Hold lamp by base at untipped end. 
Throw all mercury to the tipped end 
by a quick flip of the hand. 


Elevate tipped end approximately 
30° above horizontal and tap on 
thumb nail. Excess mercury will 
break loose. 


Hold lamp by base at tipped end. 
still elevated. Vibrate other end by 
tapping with finger. Excess mercury 
will move to lower end. 

The rate of flow of the cooling water 
past each Iamp should never drop 
below three quarts per minute. The 
inlet water temperature should not 
exceed 120° F, and the water should 
be sufficiently pure so that with water 
flowing and an inoperative lamp in 
position not more than 50 milli- 
amperes will flow through the trans- 
former secondary at normal primary 
voltage. 


Eye Protection—Ultraviolet Radiation 


This lamp emits sufficient short 
wave ultraviolet radiation to harm the 
eyes or the skin in a few seconds. 
Proper shields or filters must be 
provided for protection from possible 
injury. 

The General Electric Company will 
not be responsible for any damage or 
injury resulting from the use of 
this lamp. 


NOTICE 


The manutacturer’s life warranty 
applies only if this lamp is operated on 
auxiliary equipment that conforms to 
specifications established by. and 
obtainable from, the Outdoor Light- 
ing Dept. General Electric Company. 


No licenses are granted by the sale 
of this lamp under any patents owned 
by the General Electric Company or 
under which it is licensed or has the 
right to grant licenses, relating to this 
lamp or auxiliary equipment therefor, 
except such patents as cover the lamp 
itself, and then only to the extent of 
the rights of its purchaser as owner 
thereof. 


OUTDOOR LIGHTING 
DEPARTMENT 
GENERAL ELECTRIC CO. 
HENDERSONVILLE, N. C. 


The trademarks appearing hereon 
are property of the GENERAL ELEC- 
TRIC COMPANY. 


MADE IN U.S. A. 


READ CAREFULLY 
A-H6 


